Convection Ovens 

Cadco OV-003 : Convection Oven, electric, countertop, .83 cubic feet, 
quarter-size, 175-500 deg. F, time & temperature manual controls, end 
of cooking cycle buzzer, (3) shelves, holds (3) 1/4 size sheet pans, 
insulated double wall cool-touch glass door, heavy-duty s/s 
construction, 120v/60/lph, 1450w, 12A, NEMA 5-15 plug, NSF, MET to 
UL 

Cadco OV-023P : Convection Oven, electric, countertop, 1.75 cubic feet, 
half-size, 175-500 deg. F, time & temperature manual controls, 2.5" 
between (4) shelves, holds (4) 1/2 size sheet pans, insulated double 
wall cool-touch glass door, heavy-duty s/s construction, 208- 
240v/60/lph, 2700 watts, 11.25A, NEMA 6-15 plug, NSF, MET to UL 

Cadco XAF-135 : LineChef Arianna Convection Oven, electric, 
countertop, 2.27 cu ft., holds (4) 1/2 size sheet pans, (4) shelves, 175- 
500 deg. F, 10 hour timer or continuous on, time & temperature digital 
controls, micro safety shut off switch, interior halogen light, insulated 
double wall cool-touch glass door, includes: EL080 auxiliary pump kit, 
heavy-duty black/brushed stainless steel construction, NEMA 6-15P, 
208-240v, 2700w, 11.25A, NSF, MET to UL & CSA standards 



Soup Warmers 



APW Wyott 56619 : Soup Warmer, Export, 11 quart, heavy 
duty spun aluminum, thermo controls, kettle only, 
240v/50/l-ph, 660w, 2.7 amp, NEMA 6-15P 

APW Wyott CWK-1 PKG : Soup Cooker, 11 quart, heavy duty 
spun aluminum, thermostatic control, includes inset, hinged 
cover, 4 oz. ladle, soup name card and holder, 800w 

Omcan TS9099 : (11390) Triple Food Warmer, (3) 4 qt. 
capacity, 1.2 kw, 120V/60/1, ETL, CE, cETLus 



Omcan SB6000A : (19075) Soup Kettle, 13 L capacity, black, 
600 W, 110V/60/1, CE, ETL & cETLus 



For more information please visit 



